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UNCLASSIFIED 
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73 

ACTION SY-05 

INFO OCT-01 AF-08 ISO-00 /014 W 

033879 

R061418Z AUG76 
FM AMEMBASSY NAIROBI 
TO AMEMBASSY VICTORIA 
INFO SECSTATE WASHDC 1617 
AMEMBASSY ADDIS ABABA 

UNCLAS NAIROBI 8317 

FROM RSO 
ADDIS FOR RTC 

E.O. 11652: N/A 
TAGS: ASEC 
SUBJ: LOCKS 

REE (A) VICTORIA 131 (NOT SENT DEPT), (B) DEPT OM DTD 
6/29/76 WITH ATTACHMENTS 

1 . REQUEST EOR LOCKS IN REETEL HAS RESULTED IN RE- 
EXAMINATION REF B WITH CONCLUSION THAT SOME SPECIEICATIONS 
WERE IN ERROR: 

A. ARCHITECT PLAN 7258/21 SHOULD HAVE INCLUDED DOOR 

CUT IN CORRIDOR WALL OE BAY ELEVEN EQUIPPED WITH ELECTRIC 
RELEASE AND CYPHER LOCK. INTENTION IS THAT VISITORS WILL 
ENTER THROUGH DOOR D.2, ANNOUNCE THEMSELVES AT RECEPTION 
WINDOW OP OPFICE TWO, AND BE ADMITTED THROUGH DOOR 
ESCRIBED ABOVE. 

B. DOOR D.l ON PLAN 7258/21 IS CORRIDOR ENTRANCE 
DOOR AND SHOULD NOT BE EQUIPPED WITH 8400 AND MODEL 
50 AS SPECIFIED ON PLAN. SINCE THIS DOOR WILL BE CLOSED 
EXCEPT FOR MOVEMENT OF FURNITURE DOOR SHOULD BE 
LOCKED FROM INSIDE WITH 181 DEADBOLTS. 

C. DOOR D.2 SHOULD BE EQUIPPED WITH 8400 AND 
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50 EXTENSION AS SPECIPIED. 
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D. RSO KNOWS OF NO REASON FOR EQUIPPING DOOR D-3 
WITH EITHER 8400 OR SIMPLEX. 

E. DOOR D-4 WAS INTENDED TO SEGREGATE AMERICAN AND 
ESLE OEFICES AND SHOULD BE EQUIPPED WITH SIMPLEX. IE 
DOOR NOT PRESENTLY IN PROPER POSITION EOR ANTICIPATED 
OEFICE OCCUPANCY IT SHOULD BE RELOCATED. 

E. DOOR D.3.A EQUIPPED WITH 8400 AND MODEL 50 PLUS 
SIMPLEX AS SPECIFIED. 

G. DOOR TO ROOM B, ALSO LABELED D-2 ON PLAN, NEED 
NOT BE LOCKED SINCE AREA IS LOCATED INSIDE VAULT. 

H. DOOR TO GENERATOR ROOM ON ROOF SHOULD NOT BE 
EQUIPPED WITH 8400 SINCE EXPOSURE TO TROPICAL WEATHER 
OE SEYCHELLES WOULD CAUSE MALFUNCTIONING. SUGGEST ONE 
DOOR BE DEADBOLTED EROM INSIDE AND OTHER EQUIPPED WITH 
YALE 197, KEY TO BE HELD IN VAULT. 

2. VIEW ABOVE EOLLOWING LOCKS WILL BE SENT ASAP: 

2- I8I DEADBOLTS 

2 - S&G 8400 WITH MODEL 50 EXTENSION. 

2 - SIMPLEX 

1 - CYPHER LOCK WITH ELECTRIC RELEASE 

2 - YALE I97S 

3. EOR ADDIS: WILL ADVISE WHETHER LOCKS TO BE 
SUPPLIED EROM NAIROBI OR ADDIS. 

MARSHALL 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976NAIROB08317 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760304-0346 
From: NAIROBI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760879/aaaacrrd.tel 

Line Count: 93 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 VICTORIA 131 
Review Action: RELEASED, APPROVED 
Review Authority: ellisoob 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 JUL 2004 by hattaycs>; APPROVED <28 JUL 2004 by ellisoob> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: LOCKS 

TAGS: ASEC 

To: VICTORIA 
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